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General  Statistics 


Area  (in  acres)  3432 

Number  of  Inhabited  Houses.  146O 

Rateable  Value  £23,728 

Sum  represented  by  a  Penny  Rate  £92 


Estimated  Population  (Registrar  General)  4256 
Vital  Statistics. 


Total  Births 

46 

Males  Legitimate 

26 

Illegitimate 

1 

Females  Legitimate 

19 

Illegitimate 

— 

Estimated  Population 

4256 

Birth  Rate  per  1000  Births 

10.8 

The  Birth  Rate  for  the  whole  of  England  &  Wales  was  15.5 
The  Birth  Rate  for  126  County  Boroughs  was  17.3 
The  Birth  Rate  for  I48  Smaller  Towns  was  16.7 
The  Birth  Rate  for  the  London  County  was  17.8 


Still  Births  Male  Female . 

Legitimate 
Illegitimate 


Deaths. 


Total  deaths.  51 

Male  23 

Female  28 

Estimated  Population  4256 

Death  Rate  per  100  deaths  11.98 

Death  Rate  for  the  whole  of  England  &  Wales  was  12.5 

Death  Rate  for  126  County  Boroughs  was  13.4 

Death  Rate  for  148  Smaller  Towns  was  12.5 

Death  Rate  for  the  London  County  was  13.1 


Death  of  Infants  under  1  year. 

Male  Female . 

Legitimate  1  1 

Illegitimate 


There  were  no  deaths  of  infants  under  4  weeks  of  age. 


June  12th  1952. 


CHAS.  H.F.  BAILEY 

Medical  Officer  of  Health. 
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Toi  The  Chat  nan  and  Members  of  the  Newport  Pagnell 
Urban  District  Council. 


Gentlemen, 


I  venture  to  submit  to  you  ny  Annual  Report  for  the  year  1951. 
Live  been  unable  to  compile  Lection  ’A*  which  deals  with  Statistics, 
his  I  shall  do  as  soon  as  I  receive  the  necessary  data.  In  the 
meantime  I  thought  you  would  like  to  have  the  rest  of  ny  Report  for 
your  consideration. 


> 


SECTION  B 


Iftbpra ^  v  So r v  5 Lc e^s. 

The  acteriological  work  is  carried  out,  for  the  most  part  by  the 
Public  Health  Laboratory  at  the  General  Hospital,  Northampton.  Analyses 
of  water  are  carried  out  by  the  Counties  Public  Health  Laboratories. 


Ambulance  i orvices. 

These  Services  are  administered  by  the  County  Council.  There  is  an 
Ambulance  and  cars  for  sitting  cases,  stationed  in  Newport  Pagnell.  These 
vehiclos  are  used  for  convoying  patients  to  and  from  Hospital, 

For  cases  of  Infectious  Disease  the  Ambulance  from  the  appropriate 
Isolation  Hospital  is  used. 

Nippsirg  Fanil i t les . 

The  District  Nurses  a-.d  Midwife  continue  to  carry  out  their  duties  to 
the  benefit  of  the  patients  they  attend. 


■ '  ■  ox 


i+.al 


There  is  one  Hospital  and  one  Maternity  Hone  in  the  District.  They  are 
K3nny;_Lodro  .Hospital.  This  is  run  in  connection  with  the  General  Hospital 
Northampton,  and  serves  a  wide  area.  The  medical  staff  consists  of  the  local 
practitioners  and  Consultants  from  Northampton  Hospital. 

Westbury  Maternity  Home.  This  receives  cases  from  over  a  wide  area..  General 
Practitioners  attend  thoir  own  cases  but  the  Consulting  staff  of  the  Northam¬ 
pton  Go  rural  Hospital  are  available  for  consultation,  and  any  abnormal  cases 
ar  cent  to  the  Barratt  Maternity  Home  at  Northampton. 

The  General  Hospitals  serving  the  area  in  addition  to  the  above  are  the 
Nortm/rmpton  General  Hospital,  where  most  cases  are  sent. 

Be  If  o  rd  C  oun t ;  He  s  pit  al . 

The  London  Hospitals.  Some  cases  are  sent  to  London, generally  at  the  instig¬ 
ation  of  the  local  Practitioner. 

Isolation  Hospital . 

The  Aylesbury  Isolation  Hospital  accepts  most  of  the  cases  from  this 
District, 


The  Harbopongh. Hoad  Hospital  ,  Northampton,  hrs  dealt  with  the  cases  of 
Polio-rye litis  which  have  occurred  during  the  year. 

Public  Conveniences. 

A  Public  Convenience  has  been  erected  in  Ousebank  Gardens.  It  will 
be  a  great  boon  to  the  Town  and  was  badly  needed.  The  Convenience  at  the 
roar  of  Church  House  is  to  be  reconstructed. 
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SECTION  C. 


San*  ;  py  circumstance)  n  of  the  area. 

W.'vher. 

The  supply  of  water  during  this  year  has  been  plentiful.  There 
b .  s  been  no  shortage . 

The  campaign  to  prevent  the  waste  of  water  has  continued  during 
the  year, 

I  would  coll  the  attention  of  the  Council  to  my  remarks  in  last 
years  Report  relating  to  the  water  mains  of  the  town  being  situated 
at  a  very  high  level.  This  accounts,  in  some  measure,  for  the  number 
of  fractures  which  occur,  particularly  in  areas  that  have  a  clay  sub¬ 
soil,  Several  of  the  distributive  mains 'have  internal  incrustation 
which  tends  to  restrict  the  volume  of  supply  to  consumers,  I  do  hot 
suggest  that  any  programme  of  main  aerating  should  be  undertaken  prior 
to  tie  installation"  of  the  proposed  supniy  from  the  Bucks  Water  Board. 
As  regards  this  supply,  stocks  of  materials  are  slowly  being  assembled 
with  a  view  to  the  commencement  of  the  work  about  midsummer  1952. 


Ash  Hill.Supplyu 
Quanta  •'  v. 

An  output  of  about  67,000  gallons  per  day  has  been  maintained* 

The  level  of  the  water  in  the  well  has  varied  between  9ft-llins. 
on  February  28th  and  fft.  -  7 ins.  cn  September  Stho 

Qua  7  “  ' 


There  hove  been  one  chemical  and  two  bacteriological  examinations 
of  the  water  during  the  year. 


Chemical  ’’  xominats  on, 


1.8,51, 


It  chows  parts  por  million. 


P.H.  7.3 

Hardness  Total  425 
Temporary  265 
Permanent  160 


Ouher  metals  absent. 


Chlorine  as  Chloride  23 
Nitrate  Nitrogen  4.6 
Nitrite  Nitrogen  less  than  0.01 
Ammoniac al  Nitrogen  0.000 
Nitrogen  0.023 
Iron  0.  O'.  4 


Tj e  Analyst  Renorts  as  follows, 

"Sample  is  reutral  in  reaction  and  free  from  metals  aoart  from  a 
negligible  trace  of  iron*  Water  is  very  hard  and  although  the  degree" 
of  hardness  is  not  such  as  to  affect  wholesomeness  it  renders  the  supply 

laundry  and  similar  uses.  It  is  of  very 

satisfactory  organic  quality. » 
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Bacteriological  Examinations 


Presumptive  Coli  Reaction. 


Date . 

Present  In. 

Absent  from. 

Probable  number. 

20.6.51. 

- 

100  n.l. 

0  per  100  n.l. 

1.3.51. 

Bact.  Coli  (Type  l) 

"" 

20,6.51. 

- 

100  n.l. 

0  per  100  n.l. 

1.8.51. 

— 

Cl.  Welch!  Reaction. 

20.6.51. 

- 

100  n.l. 

1.8.51. 

The  Analyst  Reports  as  follows 

20*3.51.  "Very  satisfactory  sample.  Highest  standard  of  bacterial  purity. " 

1.8.51.  "Consistent  with  a  pure  and  wholesome  water.  Suitable  for  public 
supply. " 


Caldecote  ^upnlv. 

Quantity. 

Between  65,000  and  75,000  gallons  a  day  have  been  pumped.  On  some 
abnormal  occasions  92. OCOgallons  per  day  were  produced.  From  this  it  will 
be  seen  that  the  supply  has  been  well  maintained  and  has  proved  adequate . 

During  the  winter  there  have  been  voltage  cuts  in  the  Electricity  supply. 
This  is  a  booster  system  of  water  supply  depending  upon  electrical  energy. 

At  peak  periods  only" 8  minutes  reserve  of  water  is  available.  With  the 
construction  of  the  pronosed  high  level  storage  tank  at  Ash  Hill  the  town 
should  be  guaranteed  a  continuous  supply. 

The  fairly  frequent  failure  of  electrical  power  causes  considerable  in¬ 
convenience  and  annoyance  to  consumers.  It  is  understood  that  the  Electricity 
Board  propose  during  1952  to  undertake  alterations  to  the  supply  System 
serving  the  Tickford  Street  end  of  the  town.  It  is  hoped  some  improvement 
will  result  from  this. 


Quail tv. 


One  chemical  and  12  bacteriological  exaninations  were  made  during  the 

year. 


Chemical  Examination.  3,4.51. 
P.H.  8.5 

Hardness  Total  170 
Temporary  110 
Permanent  60 


Other  metals  absent. 


Chlorine  present  as  Chlorides  21. 
Nitrate  Nitrogen  1.0 
Nitrite  Nitrogen  less  than  0.01 
Ammoniac al  Nitrogen  0.025 
Nitrogen  Q.11 
Metals  Iron.  0.13 
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'*  r  . ) 


;  a 


Analyst  reports  that  "water  faintly  alkaline,  moderately  hard  in 
character,  contains  no  excess  v\\*~y  or  mineral  constituents  in 

solution  and  free  from  metals  apar«.  from  a  minute  trace  of  iron.  Is 
of  satisfactory  organic  quality,  is  wholesome  in  character  and  suitable 
for  drinking  and  domestic  purposes," 


Bacteriological  Eraminat ions, . 


Pro  sunnt ive  Col i-Ae ro a 

cs  Reaction. 

Date . 

Present  in.  Absent  fr 

on. 

Probable  number. 

4*  9  1  C  J 1  o 

100  n.l. 

0 

nor 

100 

m.l. 

6.  2.51. 

100  n.l. 

0 

her 

100 

m.l. 

5.  3.51. 

100  ml. 

0 

per 

100 

n.l. 

a  /  ci 

-A  •  /v  ®  */'*-  • 

ICO  n.l. 

0 

*PO  t* 

100 

n.l. 

1  r~\ 

100  n.l. 

0 

per 

100 

n.l. 

6..  6.51. 

100  n.l. 

0 

per 

100 

n.l. 

3.  7.51. 

100  n.l. 

0 

per 

100 

m.l. 

10,  8.51. 

100  n.l. 

0 

per 

100 

n.l. 

4.  9.51. 

100  n.l. 

0 

her 

100 

n.l. 

15,10,51. 

100  n.l. 

0 

per 

100 

m.l. 

5.11.51. 

100  n.l. 

0 

tor 

100 

m.l. 

4.12.51. 

100  n.l . 

0 

r,or 

100 

n.l. 

Boot,  Coll  (Tv 

re  I)  . 

^-0  a  .  1  »* 

100  n.l. 

0 

J. 

no  r 

100 

m.l. 

6.  2,51. 

7l00  n.l. 

0 

rer 

ICO 

n.l. 

5.  3  .  ;’l e 

100  n.l. 

0 

rer 

100 

m.l. 

3,4.  51. 

100  n.l. 

0 

Tier 

100 

n.l. 

I.  5.51. 

100  n.l. 

0 

rer 

100 

m.  1. 

6,  6 , 51 . 

100  n,l. 

0 

J. 

ter 

100 

m.l. 

n  7 

.  •  /  •  j — 9 

100  n.l. 

0 

ter 

100 

m.l. 

■  1  /  rS  £“l 

.L4a  O.pX* 

100  ml. 

0 

rer 

100 

m.l. 

4.  9.51. 

100  ml. 

0 

1 

per 

100 

m.l. 

15.10,51. 

100  n.l. 

0 

ter 

100 

m.l. 

5.11.51. 

100  n.l. 

0 

pc  r 

100 

m .  1 . 

4.12.51. 

100  n.l. 

0 

per 

100 

m.l. 

Cl,  Belch!  1; 

5 act ion. 

Present  in. 

Absent  from 

4.  1.51. 

— 

100 

m.l. 

6.  2,51. 

100  n.l. 

10 

12,1. 

5.  3,51. 

— 

ICO 

n.l. 

3.  4.51. 

100  m. 1. 

ml. 

1.  5.51. 

« 

1-  ■ 

m.l. 

6 ,  6,51. 

100  m.l. 

10 

m.l. 

3.  7.51. 

100 

m.l. 

14.  8.  51. 

CM* 

100 

m.l. 

4.  9.51. 

M 

100 

m.l. 

15.10,51. 

- 

100 

m.  1. 

5.11.51. 

100  n.l. 

10 

m.l. 

4.12,51. 

- 

100 

m.l. 

5 


-*■  t. 


The  analysts  Reports  vrere 


as  follows  5 
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6 » 

5.' 

3- 

-•  o 
6  o 

^  c 

1A 


O  C-1 

<.c  5-'-, 

3.51, 

4.51, 

a  5'-w  o 

6,51c 
7  51. 
i  '£ .  51 -> 


"Sample  of  highest  standard  of  bacterial  purity. n 
"hater  is  of  a  high  standard  of  bacterial  purity." 
"3amnls  is  of  the  highest  standard  of  bacterial  purity." 
"Of  a  high  standard  of  bacterial  Purity.  "i 
"Is  of  the  highest  standard  of  bacterial  purity, " 

"  SamrCLe  is  of  a  very  satisfactory  bacterial  purity." 

"Is  of  very  satisfactory  bacterial  purity." 

"Samnlo  is  of  satisfactory  bacterial  purity." 


"factor;'  bacterial  parity." 
sfactory  bacterial  rurity . t: 
of  vary  satisfactory  bacterial  purity." 


'-J 


4. 

9. 

51, 

;;rf!ie  w 

a.ter 

is 

15, 

0 

«  51 

0 

lif  q  rr 
•up  C_L 

very 

sa 

5o 

11 

—  i 

a/  Of 

very 

wa 

1  9 

<>,  — 

c 

'■3am  rv. 

o  is 

of 

V  O 

nr  < 

/ 

O  r  1 

frobor'I 

ies  a 

re 

fro 

nr. 

rta 

r/3. 

pi  res. 

The 

re 

15 

k.  -  v- 

i-  -  -■ 

are  r. 

their  own 


-cells. 


1  .  v*  'l?  1' 


liij-t  1 


i  y  ^  v«n 


f-ero  has  been  no  flooding  during  the  year  „ 

>y  •  orb-  , 

.  .  -  -'-x  '  X  j. 

The  progress  with  this  weak  has  not  been  so  rapid  as  expected. 

Lx,  In 3  anl  cf  The  year  a  considerable  part  of  both  the  Pumping  Station  and 
the  1  v‘-fa,U  berks  still  re: aninsd  uncompleted. 


"i  Cc  , tractors  expect  to  corinLete  the  work  by  mid  summer  1952,  but 
f  ..  up  pears  an  optimistic  estimate.  The  existing  Pumping  3qui*  jrny  and 
irri-  etion  system  is  still  working  in  a  very  or-'- --Vo. -’’ad condition,  and 
the  me  Tr  :.-al  plant  is  dilapidated  end  faulty. 


heaver  ana . 

TL.  r.i-rsrl  weekly  collect  ion  of  house  refuse  has  been  maintained, 
there  r"  rat/  outlying  properties  beyond  the  range  of  the x  scavenging 

area,  bn  go  ih-‘  present  the  collection  of  re  use  from  these  properties 
i .as  o'  !.y  teen  occasional,  but  the  Council  have  now  instituted  a  regular 
/uukiy  eoll action. 
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SECTION  E>. 


H  0113  in/?. 

18  Houses  have  been  completed  during  the  year,  16  of 
these  were  erected  by  the  Council  and  2  by  Private  Enterprise. 
Houses  now  under  construction  are  2  by  the  Council,  1  by  Pm vat 
Enterprise. 

Broad  Street  Estate  is  now  completed.  Altogether  82  post  war 
houses  have  been  built  by  the  Council  and  these,  coge  er  wi 
28  pre-war  houses,  give  a  total  of  110  houses. 

Little  Bury  Field  Estate  -  Plans  for  the  development  of  this 
estate  have  gone  forward  with  a  view  to  development  being  com 
menced  in  the  early  part  of  1952.  These  plans  will  result  m 
the  construction  of  68  houses. 


s  one 


of  which  may  be  built  by 


Private  Enterprise. 


.n  the 


Owing 
distric  t 


S  orne 


to  the  high  cost  of  maintenance  a  number 
are  tending  to  become  dilapidated, 
are  being  voluntarily  closed  by  the  Owners.  There  is 
constant  loss  of  housing  accommodation,  which  means 

be  construction  of  additional  houses  to  replace  the  wastage 


a 

must 


of  houses 
of  these 
therefore 
that  there 


SECTION  E. 


F oo d  Cleanliness 


Food 
food 
Action 


The  Byelaws  adopted  last  year  under  Section  15  oi 
Drugs  .ct  1938  have  proved  most  useful.  It  is  felt 
’uppliers  have  welcomed  the  introduction  of  the  Byelaws. 


the 

that 


has  been  necessary, 
facilities!  the  provision 
tion  of  notices  in  lavator 


in  some 
of  hot  and 
ies. 


cases,  to  improve  the  washing 


cold,  water;  and  the  exhibi- 


i  leat  . 


Slaughter  Houses  -  There  were  no  slaughter  houses  in  the 
town  during  the  year,  but  applications  for  Sconces  were  submitted 
for  the  consideration  of  the  Council  towards  the  ena  of  the  year. 

The  meat  supply  for  the  Town  has  been  delivered  by  the 
1 1 inis try  of  Food  from  their  Abattoirs  in  Bedford.  ihere  has  b^e 
some  improvement  in  the  transport  and  handling  oi  meat. 

Butchers  shops  have  been  maintained  at  a  reasonable 
standard.  Premises  whore  food  is  prepared  or  sola  havo  been 
systematic al ly  inspc c te d, 

milk, 

Several  samples  of  milk  have  been  taken  from  all 
suppliers  during  the  year,  not  all  were  found  satisfactory  In 
these  cases  the  attention  of  the  purveyor  was  called  ^  £he 
feet  and  advice  given  to  remedy  such.  Samples  taken  suboequen  y 
inlioatod  improvement.  I  consider  that  frequent  sampling  and 
testing  should  be  maintained. 

Ice  Cream. 

There  was  one  registered  manufaeturcr  during  the  yoar^ 

Frequent  and  irregular  inspections  have  Eko  kf  the  Ice  “ream 
records  &  it  would  appear  that  full  compliance  with  the  Ice  bream 

Regulations  1947  &  1948  has  been  carrica  ou  . 

Ho  action  under  Regulation  20  of  the  Hilk  &  Dairies 


Regulation  1949  has  been  required. 

There  are  no  stalls  or  markets 


in  the  District. 
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SECTION  F. 


Infectious  Diseases, 

The  outbreaks  of  Measles,,  Poliomyelitis  and  Pood 
Poisoning  which  occured  during  the  year  were  the  chief  Infec¬ 
tious  Diseases  in  the  District,  and  I  append  the  following  re¬ 
marks  on  these  outbreaks. 


Measles. 


There  were  100  cases  notified  during  the  year .2 - 


In  January  there  were 
u  February  i:  i: 

March 


22  notifications. 

4o  i! 

38  i!  " 


The  outbreak  then  ceased  abruptly  having  lasted  for  3 
months.  In  some  neighbouring  districts  the  outbreaks  lasted 
until  June,  and  the  disease  was  prevalent  throughout  the  country. 

I  have  been  looking  up  the  records  of  the  last  12  years 

and  find 


cases  > 


the 

Ldencc 

of 

the  disease 

has  b 

In 

1  940 

there  were  2 

cases. 

;  ■ 

-1  941 

f  i 

5i  No 

cases. 

'i 

1 942 

1 1 

"  2 

cases. 

Si 

1943 

u 

i:  No 

cases. 

II 

1  944 

tf 

n  No 

cases. 

It 

1945 

j  f 

"  10 

cases. 

1? 

1  946 

]  f 

"  2 

cases. 

II 

1947 

i? 

"  4o 

cases. 

II 

1  948 

i; 

U  32 

cases. 

II 

1949 

\\ 

"  7 

cases. 

it 

1950 

H 

"  3 

cases. 

Thus  f r  < 

cm  1 940  t  c 

i  1946 

there 

were 

945 

when 

there 

were  10. 

in 

1947 

and  1 948 

there 

were  a 

cons 

In 

1949 

and  1950 

there 

were  a 

.  few 

The  last  extensive  outbreak  in  this  District  was  in  the 
latter  part  of  1 939?  when  there  were  140  cases. 

The  above  figures  illustrate  the  general  incidence  of 
Measles.  After  an  extensive  outbreak  there  is  a  period  of  years 
in  which  few  cases  occu:  s  followed  by  another  extensive  outbreak. 
The  majority  of  children  have  Measles  before  or  during  their 
school  years,  and  when  an  outbreak  happens  nearly  all  the  sus¬ 
ceptible  children  have  the  disease.  Now  the  disease  confers 
immunity  generally  for  a  long  period,  and  so  until  younger 
children,  who  have  not  had  the  disease,  congregate  together  as 
in  school  there  is  a  period  of  years  in  which  there  are  few 
coses. 


Measles  is  a  very  difficult  disease  to  control  from  a 
Public  Health  point  of  view,  as  it  is  infectious  very  early, 
several  days  before  the  rash  appears.  The  only  symptons  are 
those  of  the  common  cold.  Consequently  children  mix  with  others 
during  this  early  stage  and  so  the  disease  spreads. 


Poliomyelitis . 

One  case  of  Paralytic  and  three  cases  of  Non-Paralytic 
occurred  during  the  year.  All  were  sent  to  Hospital  and  the 
diagnosis  of  each  case  confirmed. 

The  first  case  was  notified  on  Oct.  3rd.  non-paralytic. 
The  second  case  was  notified  on  Oct.  1 8th.  paralytic. 

The  third  case  was  notified  on  Oct.  29th,  non-paralytic. 
The  fourth  case  was  notified  on  Nov.  27th.  non-paralytic. 


1 


The  cases  happened  in  different  parts  of  the  town, 
and  no  direct  connection  between  the  cases  could  bo  ascertained. 

There  has  recently  been  cases  in  a  neighbouring 
District,  and  no  dou^t  the  cases  here  were  part  of  the  outbreak 
outside  the  District.  The  only  possible  contact  was  that  one 
of  the  cases  out:  ide  worked  in  Newport  Pagnell. 


Food  Poisoning. 


were  due 
that  all 
shire. 

outbreak 


Poll  r 


17  Gases  occurred  in  the  latter  part  of  December,  All 
to  the  consumption  of  meat  x->ics.  It  was  ascertained 
these  pics  had  been  made  at  one  factory  in  Northampton- 

The  cases  in  this  District  were  part  of  an  extensive 
affecting  parts  of  Northamptonshire  and  North  Bucks. 

There  were  no  fatal  cases  in  the  District. 

This  was  the  only  outbreak  that  occurred  during  the 


infectious  Di: 


?ah:.r 


SO’ 


during  th< 


x  ear 


0  i  s 


i  r 


9 


(other  than  Tuberculosis)  notified 


•) 


Total  Cases 

ij  *fc  od 

P:  .cam. 

1 

Notified, 

bo 

Hospital. 

Scarlet  Dover, 

1 

i 

2 

Pol:  omyeli r  is 

» 

l 

( Paralytic) 

1 

i 

1 

1 

1 

Polioirvel  it  is 

lc)| 

(non  Pam ly t 

3 

3 

Puerperal  If  rexia 

| 

3 

I  T>  . 

I ‘oasj.cn 

100 

i 

YTh  o  o p  mg  G  o  j g h 

i 

| 

Foe  I  Pc-'  c  .i.  g 

j 

|  17 
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FACTORIES  ACTS s  1937  and  1948. 


ANNUAL  REPORT  OF  THE  I/IEDICAL  OFFICER  OF  HEALTH  IN  RESPECT  OF  THE 
YEAR  1951  EOR  THE  URBAN  DISTRICT  OF  NEWPORT  PAGNELL. 

1.  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including 

inspections  made  by  Sanitary  Inspector) 


Premises. 

Number  on 
Register. 

Inspec¬ 

tions. 

L 

Written 

Notices. 

Occupiers 

Prosecuted. 

Factories  in  which  Sec¬ 
tions  1,233,4  and  6  are 
to  be  enforced  by  Local 
Authorities. 

17 

21 

5 

Factories  not  included 
in  (i)  in  which  Sec.  7 
is  enforced  by  the  Local 
Authority. 

15 

17 

4 

Other  premises  in  which 
Sec.  7  is  enforced  by 
the  Local  Authority  (ex- 
c ludi ng  out - w  orkcr  s ’ 
premises) 

4 

14 

— 

— 

TOTAL 

36 

52 

9 

— 

2o  Cases  in  which  defects  were  found. 


1  ! 

| 

Particulars. 

Number  of  cases  in  which  defects 
were  found. 

Found. 

Remedied. 

i 

Want  of  cleanliness. 

5 

5 

j Overcrowding. 

- 

— 

Unreasonable  temperature. 

— 

— 

Inadequate  ventilation. 

— 

— 

Ineffective  drainage  cf  floors. 

— 

- 

Sanitary  Conveniences. 

Insufficient. 

1 

— 

Unsuitable  or  defective. 

1 

2 

Not  separate  for  sexes. 

— 

— 

Other  offences  against  the 

Act  (not  including  offences 

5 

4 

relating  to  Outworks) 

TOTAL 

12 

1 

11 

Chas.  H.  F.  Bailey, 

Medical  Officer  of  Health. 


12. 


i 


. 


Tabic  III 


Tuberculosis. 


h  e-y  Cas  e s  ii o t  i f i  e cl. 


Age  Period. 

1 

Pulmonary 

IT  on- Pulmonary 

Male. 

Female. 

Male. 

Female. 

Under  1  year. 

1  - 

5  years. 

1 

5  - 

10  years. 

10  - 

15  years. 

15  - 

20  years. 

20  - 

35  years. 

1 

35  - 

45  years. 

45  - 

55  years. 

1 

55  - 

65  years. 

Over 

65  years. 

1 

1 

1 

1 

This  concludes  my  Report.  I  am  much  indebted  to 
Mr.  J.  F.  Hopkin  your  Inspector  and  Surveyor  for  the  help  he 
has  given  me  in  preparing  this  Report. 

I  am,  Gentlemen, 

Your  Ob.edient  Servant, 

CHAS.  H.  F.  BAILEY 
Medical  Officer  of  Health. 


10th  April,  1952. 
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